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ILLINOIS DEPARTMENT OF CHILDREN AND FAMILY SERVICES 
Investigation Transition/Handoff Document 


Investigation ID: 
Investigation Name: 
Report Date/Time: 
30-Day Due Date: 
Status: 

Final Finding: 

Level Of Intervention: 


2242999A 

Eickmeir, Julia 

05/06/2016 05:52 PM 

06/04/2016 

Closed 

Unfounded 

No Service Needed 


Initial Due Date: 

Final Finding Due Date: 
Investigation Stage: 
Finding Date: 


05/20/2016 

07/05/2016 

Formal 

06/01/2016 


from P to P ° Se ° f th ' S transition packet is t0 document and facilitate the transition of service 

The persons/family for whom the services are being transferred: 

The meeting is/was conducted on : 

The address of the 
meeting: 

Narrative: 

Attachments: 

* Intake Summary 

* Investigation Summary 

* Safety Assessments 

* Substance Abuse Screenings 

* Domestic Violence Screenings 

* Notes 

* Not Applicable/Waiveir Reouests 


__ Child Abuse/Neglect Report - C A/N Initial Report 

Intake ID: 13207729 Intake Date/Time: 05/06/2016 05:32 PM 


Investigation Name: 
Investigation ID: 
Report Date/Time: 
Response Code: 
Response Indicators: 
Hispanic: 

Interpreter Required: 
DCFS Ward: 
Media/High Profile: 
Language: 


Eickmeir, Julia 
2242999A 

05/06/2016 05:52 PM 

Normal 

None 

No 

No 

No 

No 

English 
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Subjects 

Person Name: 

EICKMEIER, JULIA 


Person ID: 

10830308 


Participant Name: 

Eickmeir, Julia 


Role: 

Adult 


Date Of Birth: 

04/14/1991 (25 years) 


Gender: 

Female 


Race: 

White 


AKA: 



Legal Outcome: 



Poss. Disabilities: 

Adult with Mental Disorder 


Residence Address: 

2830 4th StTrlr 13, Peru, IL 

61354-3171 

Home Phone: 

(815) 876-7479 


Person Name: 

Kramer, Madeline 


Person ID: 

15531753 


Participant Name: 

Kramer, Madeline 


Role: 

Child 


Date Of Birth: 

01/20/2013 (3 years) 


Gender: 

Female 


Race: 

White 


AKA: 



Legal Outcome: 



Residence Address: 

2830 4th StTrlr 13, Peru, IL 

61354-3171 

Home Phone: 

(815) 876-7479 



Allegations/Relationships 

Alleged Perp Relationship Alleged Victim 

Allegation 


Eickmeir, Julia Mother Kramer, Madeline 10a- Substantial Risk of Physical 

Injury/Environment Injurious to 
Health and Welfare - Incidents of 
Violence or Intimidation 


+ f*-» • /1 imontc Tmracti rtoft rv«t4onrl Off litm 1 


7/onnnu 


Narrative 


^■■P'esponded to a domestic dispute call at Julia's home from Source. H|B|said he 
went to tne home to pick Madeline up for his visit when Julia "flipped out". As^^K|was 

• Madeline, Julia threw a bag of toys across the yard. Madeline was crying? 
put heylown to pick up the toys. Julia ran over and picked Madeline up. Julia 
shed whH^sh^^A/as holding Madeline. Julia refused to allow Source to take 

Madeline for ms visit. ■j^^Msaid that Julia has mental health issues but her diagnosis is 
unknown, unknown AK/^^Tmnown if there is anything in the home that would pose a risk 
for the worker, prior reported history with DCFS, unknown child deaths, prior histo 
domestic violence, unknown drug use, and unknown Native American ancestry, 
said thatMBMBparentyieli^ith Madeline. Based on Julia's actions, she put 
at risk of pflysrcarharm. ■JH^psaid that Madeline was not injured. Julia was not 
arrested but a copy of th^epor^as being sent for review for possible criminal charqes 
Police report #16-5872. 


said he 
Iwas 


Ifticrirdiiiisfl 


Reporter 


Source Name: 
Reporter Type: 
Reporter Group: 
Residence Address: 
Cell Phone: 


Reporter Name: 
Reporter Type: 
Reporter Group: 
Mailing Address: 
Work Phone: 
Agency: I 




Intake ID: 
Intake Name: 
Printed By: 


13207729 
Eickmeir, Julia 


Investigation Subjects 
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Person Name: 
Person ID: 

Role: 

Gender: 

Date Of Birth: 

Race: 

AKA: 

Marital Status: 
Burgos: 

Residence Address: 
Mailing Address: 
Home Phone: 

Cell Phone: 


EICKMEIER, JULIA 

10830308 

Adult 

Female 

04/14/1991 (25 years) 

White 

Eickmeier, Julie; Eickmeir, Julia; Eickmeier, Julia 
Never Married 
No 

2830 4th St, Peru, IL 61354-3162 
2830 4th St, lot 13, Peru, IL 61354-3162 
(815) 872-6703 
(815) 876-7479 


Person Name: 
Person ID: 

Role: 

Gender: 

Date Of Birth: 

Race: 

AKA: 

Legal Outcome: 
Burgos: 

Residence Address: 
Residence Address: 

Incident Address: 


Kramer, Madeline 

15531753 

Child 

Female 

01/20/2013 (3 years) 

White 

EICHMEIER, MADELINE 
No 

2830 4th St, lot 13, Peru, IL 61354-3162 

2830 4th St Apt 13, Peru, IL 61354-3162 

1300 Iroquois Ave Ste 160, Naperville Counseling Center 
Naperville, IL 60563-1143 


Alleged Perpetrator: 
Alleged Victim: 
Relationship: 
Allegation: 

Allegation Finding: 


Allegation/Relationship 

EICKMEIER, JULIA 
Kramer, Madeline 
Mother 

10a- Substantial Risk of Physical Injury/Environment Injurious to 
Health and Welfare — Incidents of Violence or Intimidation 

Unfounded 


Evidence suggesting an incident occurred and that the alleged perpetrator is 
responsible: 

Reporter responded to a domestic dispute call at Julia's home from Source. Source 
said he went to the home to pick Madeline up for his visit when Julia "flipped out". As 


httn7/nfnn06{mplii«tpr/r*n^iimAntc/nr»r' Trvwao+;rr„«-;^„iJ„.,^r\rt - 



rage o 01 m 


fwa^iolding Madeline, Julia threw a bag of toys across the yard. Madeline was 

^ ing . S ?Wm p u* t0 pick up the toys ’ Julia ran over and P ick ®cl Madeline 

u^^Julia men pushedj^^^H while she was holding Madeline 

^^■|to take Madelin^Bfflis visit. 

^■■rei 

pusned I 


Julia refused to allow 


reports that the incident upset Madeline and she was crying. 
Ted him while she was holding Madeline. State's Attorney has 
battery. 



^indicates Julia 
arges for 


Evidence suggesting an incident did not occur or that the 
responsible: 


alleged perpetrator is not 


Julia reports she tossed toys in the yard becauseH^B 
Madeline and would not get out of road despite bemWs 

r-M__i r a 


was standing in road with 

a oi .? 7 ’ —r— wwi..y <dsked to and it was unsafe for 

Nnrifin hor S on/ ep0rt f l he ask f d JB|t0 leave multiple ti mes an d he would not and 
blocked her entrance to her trailer^^^re denies she pushedP*" 11 ^ " 

injured. Police did not arrest Julia. 


Child was not 


Allegation Rationale: 

Substantial Risk of Physical Injury/ Environment Injurious to Health and Welfare is 
recommended unfounded. Madeline was not injured. Julia denies she pushed Kevin 
Police did not arrest Julia. 


According to Rules and Procedures 300, the definition of Substantial Risk of Physical 
Injury is that the parent, caregiver, immediate family member, other person residing in 
the home or the parent's paramour, has created a REAL AND SIGNIFICANT DANGER 
of physical injury which would likely cause disfigurement, death or impairment of 
physical health or loss or impairment of bodily functions. 


Thus allegation of harm is to be used when the type or extent of harm is undefined but 
the total drcumstances would lead a reasonable person to believe that the child is in 
substantial risk of physical injury. This allegation also includes incidents of violence or 
intimidation directed toward the child which have not yet resulted in injury or impairment 
but which clearly threaten such injury or impairment (Abuse) or placing a child in an 
environment which is injurious to their health and welfare (neglect). 

Incident Information 


Incident Date: 05/06/2016 

Incident Address: 2830 4th St, Trailer 13, Peru, IL 61354-3162, La Salle 
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Child Endangerment Risk Assessment Protocol 
Safety Determination Form 


Case Group Name: 

Eickmeir, Julia 

Date of Report: 

05/06/2016 

Agency Name: 

DCFS 

RSF: IB 29 

Date Of This 

Assessment: 

05/10/2016 

Date of Certification: 

05/10/2016 

Investigation 

ID: 2242999A 

Name of Worker Completing Assessment: MATEIKA, DAWN 

ID#: 4275300 


http://cfco06apcluster/Documents/DOC InvestieationHandOff.html 
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Safety Assessment 
Safety Milestone 

When To Complete the Form: Child Protection Investigation 

CERAP safety assessments must be conducted on the child's home environment, at a 
minimum, at the following case milestones: 

Milestone: Within 24 hours after the investigator first sees the child. 


Safety Threat Identification 


1. A caregiver, paramour or member of the household whose behavior is, or has been, 
violent and out of control. 

No 

2. A caregiver, paramour or member of a household suspected of abuse or neglect that 
resulted in moderate to severe harm to a child or who has made a plausible threat of such 
harm to a child. 

No 

3. A caregiver, paramour or member of the household who has a documented history of 
perpetrating child abuse/neglect or any person for whom there is a reasonable cause to 
believe that he/she previously abused or neglected a child. The severity of that 
maltreatment, coupled with the caregiver's failure to protect, suggests that child safety 
may be an urgent and immediate concern. 

No 

4. Child sexual abuse is suspected and circumstances suggest that the child safety may be 
an immediate concern. 

No 

5. A caregiver, paramour or member of the household is hiding the child, refuses access, or 
there is some indication that a caregiver may flee with the child. 

No 

6. Child is fearful of his/her home situation because of the people living in or frequenting the 
home. 

No 

7. A caregiver, paramour, or member of the household describes or acts toward the child in a 
predominantly negative manner. 

No 
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8. A caregiver, paramour, or member of the household has dangerously unrealistic 
expectations for the child. 

No 

9. A caregiver, paramour or member of the household expresses credible fear that he/she 
may cause moderate to severe harm to a child, 

No 

10. A caregiver, paramour or member of the household has not, will not, or is unable to 
provide sufficient supervision to protect a child from potentially moderate to severe harm. 
No 

11 • A caregiver, paramour or member of the household refuses to or is unable to, meet a 
child's medical or mental health care needs and such lack of care may result in moderate 
to severe harm to the child. 

No 

12. A caregiver, paramour or member of the household refuses to or is unable to meet the 
child's need for food, clothing, shelter, and/or appropriate environmental living conditions. 
No 

13. A caregiver, paramour or member of the household whose alleged or observed substance 
abuse may seriously affect his/her ability to supervise, protect or care for the child. 

No 

14. A caregiver, paramour or member of the household whose alleged or observed 
mental/physical illness or developmental disability may seriously impair or affect his/her 
ability to provide care for a child. 

No 

15. The presence of violence, including domestic violence, that affects a caregiver's ability to 
provide care for a child and/or protection of a child from moderate to severe harm. 

No 

16. A caregiver, paramour, member of the household or other person responsible for the 
child's welfare engaged in or credibly alleged to be engaged in human trafficking poses a 
safety threat of moderate to severe harm to any child in the home, 

No 


Family Strength/Mitigation Circumstances 

No Family Strength records. 
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Safety Decision 

SAFE - The child or children are currently safe. 

Child was not injurec^ulia denies she pushed She reports she tossed a bag of toys in 
yard to encourage ■■to get out of the street wTOadeline. She denies child was at risk. 
The minor is currenu^n the care of the mom, The parents reside separately. 


Child Endangerment Risk Assessment Protocol 
Safety Determination Form 


Case Group Name: 

Eickmeir, Julia 

Date of Report: 

05/06/2016 

Agency Name: 

DCFS 

RSF: IB 29 

Date Of This 

Assessment: 

05/24/2016 

Date of Certification: 

05/25/2016 

Investigation 

ID: 2242999A 

Name of Worker Completing Assessment: MATEIKA, DAWN 

ID#: 4275300 
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Safety Assessment 

_ Safety Milestone 

When To Complete the Form: Child Protection Investigation 

CERAP safety assessments must be conducted on the child's home environment, at a 
minimum, at the following case milestones: 

Milestone: Within 24 hours after the investigator first sees the child. 


__ Safety Threat Identification 

1. A caregiver, paramour or member of the household whose behavior is, or has been, 
violent and out of control. 

No 

2. A caregiver, paramour or member of a household suspected of abuse or neglect that 
resulted in moderate to severe harm to a child or who has made a plausible threat of such 
harm to a child. 

No 

3. A caregiver, paramour or member of the household who has a documented history of 
perpetrating child abuse/neglect or any person for whom there is a reasonable cause to 
believe that he/she previously abused or neglected a child. The severity of that 
maltreatment, coupled with the caregiver's failure to protect, suggests that child safety 
may be an urgent and immediate concern. 

No 

4. Child sexual abuse is suspected and circumstances suggest that the child safety may be 
an immediate concern. 

No 

5. A caregiver, paramour or member of the household is hiding the child, refuses access, or 
there is some indication that a caregiver may flee with the child. 

No 

6. Child is fearful of his/her home situation because of the people living in or frequenting the 
home. 

No 

7. A caregiver, paramour, or member of the household describes or acts toward the child in a 
predominantly negative manner. 

No 
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8. A caregiver, paramour, or member of the household has dangerously unrealistic 
expectations for the child. 

No 

9. A caregiver, paramour or member of the household expresses credible fear that he/she 
may cause moderate to severe harm to a child. 

No 

10. A caregiver, paramour or member of the household has not, will not, or is unable to 
provide sufficient supervision to protect a child from potentially moderate to severe harm. 
No 

11 • A caregiver, paramour or member of the household refuses to or is unable to, meet a 
child's medical or mental health care needs and such lack of care may result in moderate 
to severe harm to the child. 

No 

12. A caregiver, paramour or member of the household refuses to or is unable to meet the 
child's need for food, clothing, shelter, and/or appropriate environmental living conditions. 
No 

13. A caregiver, paramour or member of the household whose alleged or observed substance 
abuse may seriously affect his/her ability to supervise, protect or care for the child. 

No 

14. A caregiver, paramour or member of the household whose alleged or observed 
mental/physical illness or developmental disability may seriously impair or affect his/her 
ability to provide care for a child. 

No 

15. The presence of violence, including domestic violence, that affects a caregiver's ability to 
provide care for a child and/or protection of a child from moderate to severe harm. 

No 

16. A caregiver, paramour, member of the household or other person responsible for the 
child's welfare engaged in or credibly alleged to be engaged in human trafficking poses a 
safety threat of moderate to severe harm to any child in the home. 

No 


Family Strength/Mitigation Circumstances 

No Family Strength records. 
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Safety Decision 


SAFE - The child or children are currently safe. 

CPI observed the child, and the child was clean, appropriate dressed and there were no 
visible signs of abuse or neglect. Child was clingy with mother and easily cried when others 
tried to engage with her. She did calm after her mother held her and gave her activities to do. 
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Substance Abuse Summary 


Investigation Name: 

Eickmeir, Julia 


Investigation ID: 

2242999A 


Screening ID: 

1205989 


Created By: 

MATEIKA, DAWN C. 


Primary Assignment: 
Approved By: 

FLORES, DENISE M. 


Approved Date: 

05/10/2016 


Agency: 

Participants Included 


Person ID: 

10830308 


Name: 

EICKMEIER, JULIA 


DOB: 

04/14/1991 


Language: 

English 


Relationships: 

Mother of Kramer, Madeline 


Date Screened: 

05/10/2016 


Screened By: 

Facts of the Case: 

MATEIKA, DAWN C. 


Delivered Substance Exposed Infant 

No 


Previous DCFS Involvement 

Yes. See CANTS 


Drug Related Criminal Charges on LEADS 

No 


LEADS Check Completed: 05/15/2016 


LEADS Result: 

Positive 


Offense Type 

Charges Convictions 

Other Offense 


Dangerous Drugs 2 
Larceny 2 

Liquor 1 

Public Peace 1 


1 

2 

0 

1 


Non-drug related Criminal Charges on LEADS 
No 


Was there a police report indicating the presence of a methamphetamine 
laboratory? 

No 


iuc — 
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Referral Information: 

Is there a Referral for Screening? 

No 


Medical/Mental Health History: 

Are you currently on any medication prescribed for a medical condition? 
No 

Do you have or have you ever had a mental health diagnosis? 

No 


Are you currently on any medication prescribed for a mental health diagnosis? 
No 


Has the doctor ever prescribed medication to "calm you down", "help vou sleep" 
or to "help lift depression"? H ’ 

No 

Have you ever taken prescription drugs (such as Vicodin, Valium, OxyContin 
others) that have not been prescribed for vou? 

No 

Do you receive disability benefits? 

No 

Observations of the Person Being Screened: 

Smell of alcohol and/or marijuana 
No 


Visible drug paraphernalia (e.g., pipes, razor blades, syringe, other) 


Staggering tremors, slurred or rapid speech, glassy eyed. 


Unusual or extreme behavior (overly alert, agitated, paranoid) 


Difficulty concentrating, easily distracted, confused 
No 

Person Being Screened: 

Are you currently (or have you been) in a substance abuse or methadone 
maintenance treatment program? If yes, where and what year? 

No 3 
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Do you use drugs? If "yes", list drug, frequency of use, and when last used drug or 
drugs. 

No 

Have you ever felt you should cut down on your drinking and/or drug use? 

No 

Have people criticized your drinking and/or drug use? 

No 


Have you ever felt guilty about your drinking or drug use? 

No 

Have you ever taken a drink or used drugs in the morning to steady your nerves or 
get rid of a hangover? 

No 

Additional Comments 

Julia denies any mental health or medical issues. She denies any drug or alcohol abuse. 

Participants Excluded 

Person ID: 15531753 

Name: Kramer, Madeline 

DOB: 01/20/2013 

Language: English 

Reason Not Screened: Not Applicable 


httrr//rfpnDr>flnrliiQtf'r/nnrimipnt<;/nnP TnvestioatmnHflnrtOff html 


7/90/9016 



Investigation Handoff 


Page 16 of 34 


Domestic Violence Screening 


Investigation Name: 
Investigation ID: 
Screening ID: 

Created By: 

Primary Assignment: 
Approved By: 
Approved Date: 
Agency: 


Eickmeir, Julia 

2242999A 

949903 

MATEIKA, DAWN C. 
MATEIKA, DAWN C. 
FLORES, DENISE M. 
05/10/2016 
DCFS 


Participants Included 


Person ID: 

Name: 

DOB: 

Role: 

Language: 

Relationships: 

Date Screened: 
Screened By: 
Significant Indicators: 


10830308 

EICKMEIER, JULIA 

04/14/1991 

Adult 

English 

Mother of Kramer, Madeline 

05/10/2016 

MATEIKA, DAWN C. 


There are third party reports of domestic violence. 
No 


There is a criminal history of assault or damage to property that has been verified 
through LEADS. 

No 

There have been physical injuries to an adult (e.g. bruises, cuts, black eyes, marks 
on neck). 

No 


One partner seems to control everything (e.g. answers questions for the other 
partner). 

No 

Damage to home has been observed (e.g. phone ripped from the wall, holes in 
wall, broken doors or furniture). 

No 

There has been a self-reported incident or incidents of domestic violence. 

No 


One partner uses the children to control what the other partner says, does or 
thinks. 

No 
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There has been prior or there is current police involvement for domestic violence. 
No 

There is a past order of protection. 

No 

There is an existing order of protection. 

No 

The family has a history of receiving domestic violence services. 

No 

Verbal Indicators: 

Has your partner ever tried to keep you away from your family, friends, work or 
neighbors? 

No 

Has your partner ever threatened you or done something else that frightened you? 
No 

Has your partner ever pushed, slapped, punched, kicked or hurt you in other 
ways? 

No 

Has your partner ever threatened to use the children to control you in any way? 

No 

Has your partner ever called you bad names, ridiculed you, or put you down 
verbally? 

No 

Assessment: 

Was or is there physical danger posed to the child from the batterer? 

No 

Does the physical, developmental or emotional impact of the domestic violence on 
the children rise to the level of suspected abuse and neglect? 

No 

Are there strategies the adult victim has used in the past that can be supported or 
strengthened to protect the children? 

No 

Has the batterer ever used or threatened to use weapons of any kind? 

No 

In consultation with the supervisor, is there any action required to address safety 
and/or risk? 

No 


Participants Excluded 
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Person ID: 

Name: 

DOB: 

Role: 

Language: 

Reason Not Screened: 




15531753 

Kramer, Madeline 

01/20/2013 

Child 

English 

Not Applicable 
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Case Note 


Investigation Name: Eickmeir, Julia 
Investigation ID: 2242999A 

Sub-Category: Other 

Created By Worker: MAT'EIKA, DAWN C. 

Created Date/Time: 05/09/2016 11:04 AM 

CPI reviewed police report. In .summary, WgM reports he went to Julia’s home to pick up 

s wa^oir~ 4 - ! ■ 


3wech)olii __ 

reports he told Julia he ^S^oing to a music festival and a babysitter'would 
be watch ..a-iviaueline. Julia told him she has first right of refusal to have Madeline if he was 
busy. Julia threw a bag of toy^nthe yard. Julia then screamed at him to get off the 
property. Julia then pushed^HBand took Madeline in to the house. 

Ju ia reported a similar reporHnarshe had first right of refusal if a b abysitter was being 
utilized. She reports they were standing in the street and toldflifcto move to yard because 
the street was not safe for Madeline. He refused so she tosse c^Mbaa of toys in the yard 
and took Madeline in the hous e. She reports she askedflIB 6 times to leave and he 
refused. Julia denied pushing 


case Note 


Investigation Name: Eickmeir, Julia 
Investigation ID: 2242999A 

Sub-Category: Other 

Created By Worker: MATIEIKA, DAWN C. 
Created Date/Time: 05/31/2016 04:18 PM 


CANTS and LEADS regarding Julia 
11/24/15 unfound for substantial risk of harm. 
Last arrest 04/03/10 possession liquor minor 
2 charges 1 conviction dangerous drugs 
2 charges 2 convictions Larceny 
1 charge 4 convictions public peace 
1 charge 0 convictions liquor. 
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__ Superv isory Note 

Investigation Name: Eickmeir, Julia 

Investigation ID: 2242999A 

Contact Date/Time: 05/06/2016 05:57 PM 


Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


Phone 

PECCHIO, MICHAEL M. 
4271229 

MUZ2ARELLI, LAVONNE M. 
Supervisory Consultation 
MUZZARELLI, LAVONNE M. 
05/06/2016 06:02 PM 



assignment LaV ° nne MuZZarelli ’ Called 0n oa " Investigator Mike Peechio for purpose of case 
nar rative reports: 

I responded to a domestic dispute call at Julia’s home fromflHflBRsaid he 
hnlHi™ P' ck u Madeline U P for his Visit when Julia "flipperaH^^fc was 

du d he?nl d6 me ’ 13 \ h J QW 3 bag of toys across the yard ' Madeline was cry^^Source 
fl*S d hT ? plCk up t! ?! toys - Jul,a ran over and Picked Ma deline u p. Julia than pushed 
whHeshe was holding Madeline. Julia refused to allow MKto take Madeline for 
TH|said that Julia has mental health issues but hlWifnosis is unknown 
as, unknown if there is anything in the home that would pose a risk for the 

S.„ e L P ?° r / ep 0 rt S d history wl,h DCFS ' unknown child deaths, drSrffiKiSle 
vgence^ unknown drug use, and unknown Native American ancestry Mflfi^feaid that 

J 3 ? sed on Julia's actions, she puHHTat risk of 

of the report w 



unknown 


'Ii *u & actions, sne put Madeline at risk of 

said that Madeline was not injured. Julia was not arrested but a copy 

allegation 10a risk of ham reV ' eW P0SSlt>le ° riminal ° hargeS ' Police report #16 -5872. 

review policy and procedures as it pertains to the allegations 
review prior history if any. 

contact reporter and obtain further information, 
contact police and obtain any history, 
see minor and assess child safety 

mi^ i ^^! her ? nd , 0btain co !! ateral5 ' complete screens including home safety checklist 
further slS SUpervisor for development of safety assessment and 
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_ Contact Note 

Investigation Name: Eickmeir, Julia 
Investigation ID: 2242999A 

Contact Date/Time: 05/07/2016 09:03 AM 
Contact Type: Phone 

Sub-Category: Other Persons with Information, Parents/Caretakers 

Initiator Actor Type: DCFS 

Contacted By: PECCHIO, MICHAEL M. 

Location: Other 

Created By Worker: PECCHIO, MICHAEL M. 

Created Date/Time: 05/09/2016 09:05 AM 

CPS spoke and identified myself. CPS asked if 

Madeline is with him this mormngafflfflffiSWno. CPS asked him why due to him having 
visitation. He stated that it's a long story and he would need a couple of hours to explain 
everything. CPS informed him that DCFS is aware of Julia's behaviors due to prior 
involvement, and that there is currently an open investigation. CPS informed him that the 
assigned investigator will speak with him next week. 

END 

___ Contact Note 

Investigation Name: Eickmeir, Julia 
Investigation ID: 2242999A 

Contact Date/Time: 05/07/2016 10:00 AM 
Contact Type: In Person (Attempt) 

Sub-Category: Child Victim 

Interviewees: Kramer, Madeline (DOB: 01/20/2013) 

Initiator Actor Type: DCFS 

Contacted By: PECCHIO, MICHAEL M. 

Location: Parent/Guardian Home 

Created By Worker: PECCHIO, MICHAEL M. 

Created Date/Time: 05/09/2016 09:03 AM 

CPS arrived at residence listed on report. CPS knocked several times without response, 
CPS observed no vehicles in or or around the trailer home. GFA. 

END 
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Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


Supervisory Note 

Eickmeir, Julia 
2242999A 

05/07/2016 10:05 AM 
Phone 

PECCHIO, MICHAEL M. 
4271229 

MUZZARELLI, LAVONNE M. 
Supervisory Consultation 
MUZZARELLI, LAVONNE M. 
05/07/2016 10:10AM 


Supervisor, Lavonne Muzzarelli, received a call from On call Investigator Mike Pecchio 
Good faith attempt. No one answered the door. 

He did call the dad as he thought the dad might have picked the minor up for his visit Dad 
reported his visit did not happen, 


Supervisory Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/09/2016 09:05 AM 
In Person 

MATEIKA, DAWN C. 
4275300 

FLORES, DENISE M. 
Supervisory Consultation 
FLORES, DENISE M. 
05/09/2016 11:29 AM 


Initial Supervision: 


This supervisor and CPI discussed contents of the report. This is an A sequence report. The 
report aHeaes allegation #10a by mom to minor age 3. The parents engaged in a conflicts 

When *P COme il£iil :he m ' nor U P f° r a v ' s >t- The mom began throwing a bag of toys 
iOTPWpushed®Upjwhen he was holding the minor. No arrest were made when the 
/mlasa pending sex abuse case alleged against the minor's therapist 
and there is a substantial history of the mom alleging the dad is sexually abusinq the minor 
with no evident to support any incidents. 


aroun 
police responded, 


CPI to contactCPI to meet mandate. CPI to interview child victim(s) and 
perpetrator as wen as all subjects in the home regarding all information contained in the 
narrative. CPI to provide notification/Cants 8 letter and explain allegations to alleged 
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pe rpetra tor . CPI to review prior history and request CANTS/LEADS. CPI to complete DASA 
and DV screen. CPI to observe home environment and complete home safety checklist with 
signatures. CPI to assess safety of the child and staff CERAP with PSA. CPI to obtain any 
noted police contacts/reports. CPI to obtain PCP information and collateral contact 
information and obtain necessary releases of information. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/09/2016 10:33 AM 
Voicemail 
Reporter 
Raymond, Sarah 
DCFS 

MATEIKA, DAWN C. 
Agency Office 
MATEIKA, DAWN C. 
05/09/2016 10:34 AM 


CPI left a voicemail requesting a return call. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 

Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/09/2016 12:45 PM 
Phone 


Identified Witnesse s (knowledge of 
incident), (MB^Parents/Caretakers 



DCFS 

MATEIKA, DAWN C. 


Agency Office 
MATEIKA, DAWN C. 
05/09/2016 12:59 PM 


free 


Julia said she had the first right of refusal to watch Madeline if he worked. He^reports he was 
holding Madeline and a bag of toys. Julia took the bag of toys and threw them in the yard 
He put Madeline down to pick up toys and Julia picked up Madeline. Julia was screaming at 


spoke toflHH|K 
all day so he 


watch Madeline. 


f He reports the incident occurred at 10:00am Friday. He wa 

ip Madeline. His parents were going to be home that night to 

He worked Saturday so the arandDarents were aoina to watch tha chii 
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him to leave. She shoved him while he was holding Madeline and then she and Madeline 
went in to the house. He spoke to his attorney and his attorney was mad he didn’t take a 
witness, Julia tried to file an emergency order of protection againsthim Thursday but it was 
not granted. Court for that is May 25th. He is trying to get full custody and Court is June 
20th. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/09/2016 01:50 PM 
In Person (Attempt) 

Child Victim 

Kramer, Madeline (DOB: 01/20/2013) 
DCFS 

MATEIKA, DAWN C. 

Agency Office 
MATEIKA, DAWN C. 

05/10/2016 09:40 AM 


Good faith attempt to see child victim. CPI went to home and no one answered. No cars 
were at the home. 


Supervisory Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 


Eickmeir, Julia 
2242999A 

05/09/2016 02:05 PM 


Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


Phone 

MATEIKA, DAWN C. 
4275300 

FLORES, DENISE M. 
Supervisory Consultation 
FLORES, DENISE M. 
05/09/2016 02:39 PM 


Supervisory- Per CPI this was a GFA, no one was home. CPI will leave contact information. 
CPI to follow up. The dad was spoken to and he reports Julia was the one holding the minor 
when she pushed him. The dad seems delayed in his responses. The dad said he did have it 
planned to go to an event for music that he was involved in and the minor would have been 
with a babysitter if he was gone during this visitation time. 
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Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/10/2016 08:10 AM 
In Person 
Child Victim 

Kramer, Madeline (DOB: 01/20/2013) 
DCFS 

MATEIKA, DAWN C. 

Parent/Guardian Home 
MATEIKA, DAWN C. 

05/10/2016 10:13 AM 


Child Protection Investigator (CPI) Dawn Mateika met with child victim. 

CPI explained to child that it is my job to protect children and ensure their safety CPI 
observed the child, and the child was clean, appropriate dressed and there were no visible 
signs of abuse or neglect. 

CPI interviewed the child and child reported the following: 

Madeline was eating breakfast and watching tv. She was difficult to engage. CPI attempted 
to talk to her about incident but she stated "daddy" several times and would not engage. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 

Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/10/2016 08:20 AM 
In Person 

Observe Environment where Maltreatment Occurred Alleged 
Perpetrator/Offender, Parents/Caretakers 

EICKMEIER, JULIA (DOB: 04/14/1991) 

DCFS 

MATEIKA, DAWN C. 

Parent/Guardian Home 
MATEIKA, DAWN C. 

05/10/2016 10:24 AM 


Child Protection Investigator (CPI) Dawn Mateika met with alleged perpetrator 

CPI introduced self and showed State Id. 

CPI gave and explained the Notification of Report of Suspected CA/N and Information 
Brouchure. Client demonstrated understanding of forms, signed, and had no questions. 
CPI gave and explained Appeals Brochure. 
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IS,"' !? c i? 1 ,? r oal ' ural barriers tb a« a«ect the delivery of services to the familv 
substance abuse screen which wascompteted^n^SACWisT ClienTden^e ^ (PleaS h ® Se ® 

CPI conducted ? ,h6r ? are r° from 

CPI interviewed Julia and she states’ 

SS~s-3r' m£53SSk- 

him to get him off the street and he refSP^otf 8 ^ 0 ^! 119 M f cfel ' ne on •he street. She asked 
re£^^ 

^KassriwSSSwSSSr 


She reports she lived with 


pregnant 
her face, 
to kill her. 
April 14th 
see Made 1 




•ecame agg 


Ion and off for a year and a half. She reports when she got 

Jsive and would quickly get angry. He would shove things in 
time and throw; thin«o 1, _i._, . 1,1 





wd hersgjgral time and threw things. He has tfirMtened tochokehe^and 

past M^mother questioned if he had a mental illness. She reports on 
She had invited him to go with her and Madeline so he could 

On of mm •• f o)l/!r»« i 14 I I* ^ “ 


In the past 
pushe' 


Tae a pony. 


told her he never wan 


Tu I 


. «... . dU lit? UUt 

vas at car talking to Madeline and then pushed Julia, 
custody of Madeline, his parents pushed him to push for 
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investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


Supervisory Note 

Eickmeir, Julia 
2242999A 

05/10/2016 08:50 AM 
Phone 

MATEIKA, DAWN C. 

4275300 

FLORES, DENISE M. 
Supervisory Consultation 
FLOREES, DENISE M. 

05/10/2016 09:10 AM 


Cerap- Per CPI the mom denied she pushed the dad. She said they were in the road by his 
car because he was taking the minor for a visit. The mom learned he was going to be 
performing in a music performance and she said the minor would be running on stage and be 
watched by a disabled person so she didn't want him taking her. She cited first right refusal 
They went by her trailer and hie tried to keep her out of the trailer by blocking the door. She 
said she did throw the bag of toys when they were by the road. The dad was holding her 
when the toys were thrown but then she had the minor. The minor is currently safe in the 
care of the mom. Cerap is safe. 


Psa waivers further weekly contacts as the minors were deemed safe. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/12/2016 09:08 AM 
Phone 

Collateral Contacts (family identified) 

Schneider, Beverly 

DCFS 

MATEIKA, DAWN C. 

Community 
MATEIKA, DAWN C. 

05/12/2016 12:13 PM 


CPI received a call from collateral Beverly. She reports she has no parenting concerns 
regarding Julia. She reports Julia is a very good mom and Julia is very concerned for the 
child's welfare. She works a lot with Madeline teaching her numbers, colors, shapes etc. 
She reports Julia needs to be able to concentrate more on Madeline and not Kevin's 

unhealthy actions. She denies any domestic violence, drug/alcohol or mental health issues 
with Julia. 
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Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


__ Super visory Note 

Eickmeir, Julia 
2242999A 

05/24/2016 09:10 AM 
In Person 

MATEIIKA, DAWN C, 

4275300 

FLORES, DENISE M. 

Supervisory Consultation 
FLORES, DENISE M. 

05/24/2016 09:19 AM 



tee^uSounded^VreportThave been DrovWed°toth aS Vl P ' : ' rtS made, ° DCFS > ha < have 
review for potential criminal rh'impc h ^ 0 , s * a * es attorney in LaSalle County for 

S=E«-e:£:ss:r.si: 

perpetrator. CP, S t0 alle f, d n 


http://cfco06apcluster/Documents/DOC_InvestigationHandOff.html 


7/20/2016 




1 ** ' 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/24/2016 02:30 PM 
In Person 
Child Victim 

Kramer, Madeline (DOB: 01/20/2013) 
DCFS 

MATEIKA, DAWN C. 

Agency Office 
MATEIKA, DAWN C. 

05/25/2016 10:36 AM 


SKIM? ln ^ St :? a ! or . (CP,> Dawn Mateika ™twith =« victim. 

nh P /Jh d t ° 0hlld ' ha '" ls my iob ,0 P ro,sct children and ensure their safety CPI 

signs^abuse or^ri^lect 8 CWId ““ C,6a "' appr ° pdate d ^ d and Visible 

CPI did not interview child regarding allegations due to a CAC being scheduled Child was 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/25/2016 08:20 AM 
Phone 



MATEIKA, DAWN C. 
Agency Office 
MATEIKA, DAWN C. 
05/25/2016 08:24 AM 




CPI spoke toL__ 

her m* uea11 Wltn tne Child since she was an infant There are 

prp 9 r^ipAH US Th dy lssues '®^ )ther does not release the child to the father a nd the police 
hLni? J hlS , occurred a 9 am last week, the child was not ready at 9:30 ancflAwent 
with the police at 10 and had to convince the mother to release the child^Hmsit. 
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Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/31/2016 11:40 AM 
In Person 
Child Victim 

Kramer, Madeline (DOB: 01/20/2013) 
DCFS 

MATEIKA, DAWN C. 

Community 
MATEIKA, DAWN C. 

05/31/2016 03:28 PM 


CPI met with Madeline after CAC. CPI observed the child, and the child was clean 

MadeNne f 6 T d there W6re n ° visible si 9 ns of abuse or neglect. 

Madeline talked about toys she was playing with and denied any concerns. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

05/31/2016 03:51 PM 
Phone 

Other Community Professionals 
Health Partnership, Community 
DCFS 

MATEIKA, DAWN C. 

Agency Office 
MATEIKA, DAWN C. 

05/31/2016 04:02 PM 


omft SP i e t0 nurse ’ Marianne - Madeline was seen for a three year old well child on May 10 
There .^ ere no concerns and it was documented she is reaching her developmental 
milestones with no delays in any areas. There were no concerns, 
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Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Worker Contacted: 
Worker ID: 
Supervisor: 
Sub-Category: 
Created By Worker: 
Created Date/Time: 


_ Supervisory Note 

Eickmeir, Julia 
2242999A 

06/01/2016 11:00 AM 
In Person 

MATEiKA, DAWN C. 

4275300 

FLORES, DENISE M. 

Final Supervisory Consultation 
FLORES, DENISE M. 

06/01/2016 11:08 AM 


Final supervision-This case was reported on allegation #10a by mom to 3yo. The mom and 

vard e ThP Hartal'^H StiC ,„ The m ° m l°° k 3 bag of toys from the dad and threw them in the 
yard. The dad was holding the minor when the mom threw the toys. The minor was not 

injured He alleged the mom pushed him but she denied this. The police were called and no 

arrested were made but the report was sent to the ASA who filed battery charges CPI 

obtained the police report. The mom has first right of refusal for visitation as she was no 

satisfied with the dad working while he was going to have the minor. The collateral reported 

no concerns regarding the mom's parenting. Physician reported no concerns and was 

recently see, waiver approved as CPI spoke to the nurse. No school involvement de to minor 

age. N/A approved for treating physician. There is insufficient evidence to support the 

allegation therefore Psa concurs with recommended UNFOUNDED finding. 


Contact Note 


Investigation Name: 
Investigation ID: 
Contact Date/Time: 
Contact Type: 
Sub-Category: 
Interviewees: 
Initiator Actor Type: 
Contacted By: 
Location: 

Created By Worker: 
Created Date/Time: 


Eickmeir, Julia 
2242999A 

06/01/2016 12:40 PM 
Voicemail 

Alleged Perpetrator/Offender 
EICKMEIER, JULIA (DOB: 04/14/1991) 
DCFS 

MATEIKA, DAWN C. 

Agency Office 
MATEIKA, DAWN C. 

06/01/2016 12:41 PM 


CPI left a voicemail requesting a return call. 
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____Contact Note 

Investigation Name: Eickmeir, Julia 
Investigation ID: 2242999A 

Contact Date/Time: 06/01/2016 12:42 PM 
Contact Type: Voicemail 

Sub-Category: 

Interviewees: 

Initiator Actor Type: 

Contacted By: MATEIKA, DAWN C. 

Location: Agency Office 

Created By Worker: MATEIKA, DAWN C, 

Created Date/Time: 06/01/2016 12:43 PM 

Notified that report is recommended unfounded. 



________ Contact Note 

Investigation Name: Eickmeir, Julia 
Investigation ID: 2242999A 

Contact Date/Time: 06/01/2016 12:44 PM 
Contact Type: Voicemail 

Sub-Category: Parents/Caretakers 

Initiator Actor Type: 

Contacted By: MATEIKA, DAWN C. 

Location: Agency Office 

Created By Worker: MATEIKA, DAWN C. 

Created Date/Time: 06/01/2016 12:45 PM 

Notified that report is recommended unfounded. 
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Contact Note 


Investigation Name: 

Eickmeir, Julia 

Investigation ID: 

2242999A 

Contact Date/Time: 

06/01/2016 12:45 PM 

Contact Type: 

Phone 

Sub-Category: 

Alleged Perpetrator/Offender 

Interviewees: 

EICKMEIER, JULIA (DOB: 04/14/1991) 

Initiator Actor Type: 

DCFS 

Contacted By: 

MATEIKA, DAWN C. 

Location: 

Agency Office 

Created By Worker: 

MATEIKA, DAWN C. 

Created Date/Time: 

06/01/2016 12:46 PM 

Notified that report is recommended unfounded. 
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_ Waived Contacts Or Contacts Dete rmined To Bp Non-Applicable 

Required 

Contact Reason Supervisor/Manager Exp anation 


DCFS/POS 
Caseworker or 
Investigator 

Other 

School 

Teacher/Child 
Care Provider 

Other 

Physician(s) - 
Treated Current 
Condition 

Other 

Primary Care 
Physician 

Other 

CPS in Other 
States 

Other 

Collateral 

Contacts (family 
identified) 

Other 


FLORES, DENISE M. 
FLORES, DENISE M. 
FLORES, DENISE M. 
FLORES, DENISE M. 

FLORES, DENISE M. 


CPI has prior report. 

Child is not in school or daycare. 

Child was not injured or treated. 

CPI spoke to nurse, Marianne. 
Madeline was seen for a three 
year old well child on May 10, 
201 There were no concerns 
and it was documented she is 
reaching her developmental 
milestones with no delays in any 
areas. There were no concerns. 

Denies residing out of state. 

Did not provide a collateral. 


i 

I 
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Notification of a Report of Suspected Child Abuse and/or Neglect ^ Page * 

^r ar '"J • a ||e r ti 6Vl , 

linois Department of / J 


Bruce Rauner 

Governor 


DCFS 

Children & Family Services 


George H. Sheldon 

Director 


NOTIFICATION OF A SUSPECTED CHILD ABUSE AND/OR NEGLECT DOCUMENT 

Name: EICKMEIER, JULIA Date: 05/09/2016 

Address: 2830 4th St Trlr 13 SCR No: 2242999-A 

Peru, IL 61354-3171 


The Department of Children and Family Sendees has received a report of suspected abuse and/or neglect ot the following 
children: 

Kramer, Madeline 

The reported abuse or neglect is alleged to have involved the following acts/omissions (allegations): 

Substantial Risk of Physical Injury/Environment Injurious to Health and \\ eltare — Incidents of Violence or 
Intimidation 

The purpose of the Department's investigation is to keep children safe. In most cases where child abuse or 
neglect are found, the Department will try to help families to improve their ability to protect children. This often 
involves obtaining social and other services for the family. In addition to obtaining services, the Department has 
the authority to take protective custody of children, if necessary to keep children safe, and may also involve the 
police and Juvenile Court. 

You need to know: 

THE INVESTIGATIVE PROCESS 

1. The Department is required by a law called the Abused and Neglected Child Reporting Act, 325 ILCS 5/1 et seq., to 
conduct investigations into allegations of child abuse and neglect. 

2. V ithin 60 days of the date of the report, unless there is good cause to take more time, the Department must complete 
its investigation. 

3. During the course of the investigation, an investigator is required to interview certain witnesses, depending on the type 
of child abuse and neglect that is alleged and to request an interview with you as part of the investigation into these 
allegations. 

4. \ ou can refuse to be interviewed, however, if you refuse, your refusal could affect the outcome of the investigation 
and could be used against you. 

5. 4 ou can give the investigator the names of other people who know what happened or who may have information 
about what happened. 4Tie investigator will contact at least two of these people. 

/. The investigator will give you a brochure that more thoroughly explains the Department's investigative process. 
Department rules and further information can be found on the Department's website at wvvw.statc.il.us/dcfs. 
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RESULTS OF THE INVESTIGATION 

An investigation can result in an indicated report or an unfounded report. A report is indicated if the Department 
concludes that the incident of child abuse and/or neglect occurred. A report is unfounded if the Department concludes 
that the incident of child abuse and/or neglect did not occur. If a report is indicated, the Department also makes a 
determination after consideration of all of the facts, as to whether a specific individual is responsible for the alleged child 
abuse or neglect. 

You will be notified in writing of the outcome of the investigation and will have the right to appeal anv indicated report if 
you are found to be responsible for the abuse or neglect. 

STATE CENTRAL REGISTER 

1. The Law. The Department of Children and Family Sendees is required by law to maintain a State Central Register of 
all reports of suspected child abuse or neglect, as well as the outcome of the investigation of these reports. The 
outcome of the investigation may include a determination that a specific person abused or neglected a child, or was 
responsible for the abuse or neglect. The law that governs this process is in the Abused and Neglected Child Reporting 
Act, 325 ILCS 5/1. 

2. Length of Time on Register. 

a. If you are indicated as the perpetrator of child abuse and/or neglect, your name will be placed on the State Central 
Register, unless the report is removed as a result of your appeal. Your name will remain on the State Central 
Register a minimum of 5 years. More serious reports may be retained for 20 or 50 years. 

b. If the report is unfounded, all identifying information concerning this report will be removed from the 
Department's files according to a schedule specified in 89 III. Admn. Code 431, Confidentiality of Personal 
Information of Persons Served by the Department. 

3. Who Can Get Information from the State Central Register. The Department's State Central Register is not 
available to the public. However, employers or prospective employers of people who work with children can get 
information from the State Central Register. In addition, categories of people listed in the Abused and Neglected Child 
Reporting Act, 325 ILCS 5/11.1, which includes law enforcement personnel, physicians, and officials responsible for 
licensing people in professions that involve working with children, have access to the information kept on the State 
Central Register. This information can include whether you are listed on the State Central Register as being responsible 
for child abuse or neglect. 

4. Effect of Being Listed on the State Central Register. The fact that you have been indicated as a perpetrator of 
child abuse and neglect and are therefore listed on the State Central Register may affect whether you will be able to 
obtain and maintain employment or a license needed to w'ork with children, such as a license to operate a day care 
home. 

5. Appeal. You may appeal the Department's decision to indicate you as a perpetrator of child abuse and neglect through 
the Department's administrative appeal process. This appeal will be before a neutral administrative law judge. 
Information about how to do this will be given to you in the event you are indicated. 

6. Juvenile Court and Criminal Court Cases. An administrative appeal is different from a juvenile court case or a 
criminal court case. If you wish to appeal DCFS' indicated finding, you should file an appeal even if a juvenile court or 
criminal court case is pending. 

IMPORTANT INFORMATION IF YOU ARE AN EMPLOYED CHILD CARE WORKER 

1. Who is a "child care worker"? Child care workers include employees who work directly with children, or 
owners/operators ol facilities regardless of whether the facility is licensed by the Department of Children and Family 
Sendees. Types of facilities include: 
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■ Child Care Institution 

■ Child Welfare Agency 

■ Day Care/Night Care Center 

■ Day Care/Night Care Home 

■ Day Care/Night Care Group Day Care I tomes 

■ Group Home 

■ Hospitals or health care facilities 

■ School personnel, including school teachers or administrators (but not tenured public school teachers or 
administrators who have other processes available to them) 

■ Employees who work with children in before and atter-school programs, recreational programs, summer camps, or 
as full-time nannies 

Persons actively engaged in the job placement process as a child care worker, a person currently enrolled in 
an academic program which leads to a position as a child care worker, or a person who has applied for a 
license required for a child care worker position. A person shall qualify as a career entrant only if, at the time of 
notice of investigation, that person (1) has applied or will apply, within 180 days, for a position as a child care worker; 
(2) is enrolled in or will commence, within 180 days, an academic program which leads to a position as a child care 
worker, or (3) has applied for a license as a child care worker. It you qualify under this section as a child care worker, 
you must tell the Child Protection Sendee \X orker as soon as possible and provide documentation or other evidence of 
qualification as a child care w T orker. 

Persons employed in one of the above settings or persons seeking employment, enrolled in an academic 
program or applying for a license for a child care position who are alleged to be responsible for child abuse or 
neglect outside of their employment. It the investigation relates to your personal life, but you are a child care 
worker in one of the above settings, an indicated finding may affect your employment and any license you hold that 
allows you to w r ork with children. In that case, you may request an Administrator's Teleconference and still retain the 
right to appeal an indicated finding. You must tell the Child Protection Service Worker that you want the 
investigation to be treated as an employment-related investigation which means that you would receive a Notice 
of Intent to Indicate, an opportunity for an Administrator's Teleconference and an opportunity for an expedited 
hearing as outlined below. 

2. Notice of Intent to Indicate. The Department will notify "child care workers" of its intention to indicate a report. 

3. Administrator's Teleconference. Before the decision to indicate is made, you have the opportunity to request a 
telephone conference with a Child Protection Administrator who has not been involved in the investigation. Further 
information about the telephone conference will be provided to you in the Notice of Intent to Indicate in the event the 
Department intends to indicate you as a perpetrator of child abuse and/or neglect. 

4. Expedited Appeal Hearing. In addition to the Administrator's Teleconference, you mav also request an expedited 
appeal hearing. Further information about the expedited hearing also will be provided to you with the Notice of Intent 
to Indicate in the event the Department intends to indicate you as a perpetrator of child abuse and/or neglect. 
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DCFS is an equal opportunity 
employer, and prohibits 
unlawful discrimination in all 
of its programs and/or 
services. 


Sincerely, 

DAWN C. MAIETKA 
Child Protective Investigator 

Address: 1580 1 STAVE 

OTTAW A, IL 61350 

Phone: (815) 433-4371 


CANTS 8 
Rev. 10/05 

Effective 10/12/2005 
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